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Correct Adjustment of the Barometer 

Atmospheric pressure is measured in "mm hg" (mercury column) or in "hPA" 
(Hectopascal). 

In order to adjust the barometer correctly you need the present atmospheric pressure in 
your home area. 

This information can be obtained from the local weather service: you can find the number 
in the telephone directory. 

Your local optician will also tell you the atmospheric pressure or you can sometimes read 
it from calibrated instruments in public buildings, e.g. local library. 

Do not use force when adjusting the barometer. 

Carefully turn the adjusting screw to the right using a small screwdriver until the pointer 
value coincides with the actual atmospheric pressure. 

Warning: Observe the pointer closely when turning to avoid turning the barometer 
workings too far. 

Better precision can be achieved by lightly tapping the barometer glass after adjustment 
has been made and if necessary by another final readjustment. 


